AMENDMENT NO. 1 JUNE 2018 
TO 
IS 7493 : 1989 SWEING MACHINES, HOUSEHOLD — 
DURABILITY REQUIREMENTS 


(First Revision) 


(Page 2, clause 4.2) — Delete. 
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